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Notifications, Orders and Declarations by Haryana Government 


GENERAL ADMINISTRATION DEPARTMENT 


(GRIEVANCES BRANCH ) 


- 


The 11th January , 2007 


No. 


5/66/99 (05 )-I DG .-- The Governor of Haryana is pleased to nominate Shri K. D. S. Chauhan , 
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HARYANA GOVT. GAZ ., JAN . 23 , 2007 (MAGH . 3, 1928 SAKA ) 


[ PARTI 


Advocate resident of House No. 428/16 , Civil Lines, Near Rajiv Chowk, Gurgaon as Non - Official Member of 
District Public Relations and Grievances Committee , Gurgaon as constituted vide Haryana Government Gazette 
Notification No. 5/45/99 (05 ) -I DG , dated 16th February , 2006 with immediate effect. 


2. No TA /DA will be given to the member of the Committee for attending the meeting of the Committee. 


PREM PRASHANT, 
Chief Secretary to Government, Haryana . 


PERSONNEL DEPARTMENT 


The 17th January , 2007 


No. 50 /29 /2006 - S (I) (A ).- In exercise of the powers conferred by Section 27 of the Punjab Land 
Revenue Act, 1887 and Section 105 of the Punjab Tenancy Act, 1887 , the Governor of Haryana hereby confers on 
Shri Sant Lal Pachar, HCS , City Magistrate Fatehabad the powers of the Collector to hear appeals from the orders 
and decrees of Assistant Collector of the 1st and 2nd Grades under the aforesaid Acts such powers shall be 
exercised by the said Shri Sant Lal Pachar, HCS, City Magistrate within the limits of Fatehabad Sub Division of 
the Fatehabad District. 


No. 50/ 29 /2006 - S (1) (B ) .- Under the provisions of clause (c ) of Section 3 of the Land Acquisition 
Act, 1894 , the Governor of Haryana hereby appoints Shri Sant Lal Pachar, HCS, City Magistrate Fatehabad with 
the powers of Collector for the purpose of aforesaid Act such powers are to be exercised within the limits of 
Fatehabad Sub Division of the Fatehabad District. 


No. 50/29/2006 - S (I)( C ).- In exercise of the powers conferred by clause 2 of Section 3 of the Punjab 
Restitution of Mortgaged Land Act , 1938 (Punjab Act -IV of 1938 ), the Governor of Haryana hereby appoints 
Shri Sant Lal Pachar , HCS , City Magistrate with the powers of Collector for the purpose of aforesaid Act such 
powers are to be exercised within the limits of Fatehabad Sub Division of the Fatehabad District. 


No. 50 / 29/2006 -S (I) (D ).- In exercise of the powers conferred by clause (b ) of Section 2 of the Punjab 
Occupancy Tenants (Vesting of Proprietary Rights) Act, 1952 , the Governor of Haryana hereby appoints 
Shri Sant Lal Pachar, HCS, City Magistrate Fatehabad to perform the duties of the Collector under the said Act 
within the limits of the Fatehabad Şub Division of the Fatehabad District. 


No. 50/ 29/ 2006 -S (I) (E ).- In exercise of the powers conferred by Section 3 of the Colonization of 
Government Lands (Punjab ) Act, 1912 ( Punjab Act 5 of 1912 ), Shri Sant Lal Pachar, HCS, City Magistrate 
Fatehabad is appointed as a Collector to perform all the functions and exercise all the powers under 
Sections 17 , 20 , 24 , 25 , 26 , 32 , 33 and 34 of the Fatehabad Sub Division of the District over the lands to which 
the said Act applied in respect of all State owned lands in the Sub Division under the management of the Public 
Works Department, Haryana . 

No. 50 /29 /2006 - S (I) (F ).- In exercise of the powers conferred by sub -clause (b ) of clause (9 ) of Section 2 
of the Indian Stamp Act, 1899, the Governor of Haryana hereby appoints Shri Sant Lal Pachar, HCS , City Magistrate 
Fatehabad to perform the duties of a Collector under the said Act within the limits of the Fatehabad Sub Division 
of the Fatehabad District 


Chandigarh : 
The 15th January , 2007 


DHEERA KHANDELWAL , 

Special Secretary Personnel, 
for Chief Secretary to Government, Haryana . 


